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UNCLASSIFIED 

PAGE 01 ABU DH 01357 090637Z 
ACTION NEA- 10 

INFO OCT-OI EUR-I2 ISO-00 EB-07 /030W 

090707Z 091089/17 

R07I216ZMAY 77 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6043 
AMEMBASSY ATHENS 

UNCLAS ABU DHABI 1357 

ATHENS FOR RTDO 


Message Text 


E.O. 11652: NA 
TAGS: BTIO, TC 

SUBJ: FOEIGN GOVT TENDER: ELECTRIC SUBSTATIONS 


1. 520/02/T0028 
2. 050777 

3. R. COURTNEY 

4. 520 UNITED ARAB EMIRATES 

5. N 

6. TENDER DOCUMENTS CAN BE OBTAINED FOR A NON-REFUND ABLE 
FEE OF 3000 DH ($1 EQUALS 3.90DH) FROM: 

6B. N/A 

6C. PURCHASING SECTION 
WATER & ELECTRICITY DEPT 
PO BOX 219 

ABU DHABI, UNITED ARAB EMIRATES 
TELEX: 2369 AH (MAKAHRAB) 

7. WED/PD/23/77 

8. 12JULY, 1977 10:00 

9.201 

10. 3612230 /OOOO 3613000/000, 998203/0000. 

INVITATION TO TENDER READS AS FOLLOWS: 

QUOTE 

UNCLASSIFIED 


UNCLASSIFIED 
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EMIRATES OF ABU DHABI 

WATER AND ELECTRICITY DEPARTMENT 

PO BOX 219, 

ABU DHABI. 

DATE: 1ST MAY 1977. TELEX: WATELC 2369 AH 
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TENDER INVITATION 
TENDER NO. WED/PD/23/77 

1. WATER AND ELECTRICITY DEPARTMENT, EMIRATE OF ABU DHABI, 
INVITES TENDERS FOR SUPPLY, INSTALLATION AND HANDING 
OVER 220/I32/33/I I KV SUBSTATIONS, WITH ALL NECESSARY 
SWITCHGEAR, TRANSFORMERS, AND CIVIL WORKS FOR HIGH 
TENSION GRID OF ABU DHABI (DETAILS OF INSTALLATION AND 
REQUIRED QUALIFICATION FOR TENDERING CAN BE OBTAINED 
FROM THE POWER DISTRIBUTIION DIVISION). 

2. TENDER DOCUMENTS WILL BE AVAILABLE FOR SALE FOR 6TH 
MAY, 1977, AGAINST A NON-REFUND ABLE FEE OF DH.3,000/- 

3. OFFERS SHOULD BE ACCOMPANIED BY 5 PER CENT BANK 
GUARANTEE VALID FOR 90 (NINETY) DAYS. 

4. OFFERS SHOULD BE SUBMITTED IN SEALED ENVELOPE TO: 

H.E. THE CHAIRMAN, 

GENERAL PROJECTS COMMITTEE, 

P.O. BOX 12, 

ABU DHABI, UNITED ARAB EMIRATES 

NOT LATER THAN 10:00 AM ON TUESDAY, I2TH JULY 1977. 

UNDER SECRETARY, 

WATER AND ELECTRICITY DEPARTMENT 
UNQUOTE 

1 1 . TO BE FINANCED FROM ABU DHABI DEVELOPMENT BUDGET. 
DICKMAN 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 07-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ABUDFI01357 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 62-0526 

Format: TEL 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770583/aaaactge.tel 

Line Count: 89 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 2ca20799-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 07-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2609781 
Secure: OPEN 
Status: NATIVE 

Subject: FOEIGN GOVT TENDER: ELECTRIC SUBSTATIONS 
TAGS: BTIO, TC 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/2ca20799-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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